Two Dual Ion Spectrometer flight units of the Fast Plasma Instrument Suite (FPI) for the 
Magnetospheric Multiscale Mission (MMS) have returned to MSFC for flight testing. Anticipated to 
begin on June 30, tests will ensue in the Low Energy Electron and Ion Facility of the Heliophysics and 
Planetary Science Office (ZP13), managed by Dr. Victoria Coffey of the Natural Environments Branch 
of the Engineering Directorate (EV44). The MMS mission consists of four identical spacecraft, whose 
purpose is to study magnetic reconnection in the boundary regions of Earth's magnetosphere. 



